To: Kovak, Brian[Kovak.Brian@epa.gov]; Barr, Pamela[Barr.Pamela@epa.gov]; Beasley, 

Craig[Beasley. Craig@epa.gov]; Blaze, Stephen[Blaze. Stephen@epa.gov]; Boynton, 

LisafBoynton. Lisa@epa.gov]; Breen, Barry[Breen. Barry@epa.gov]; Bussey, 

DonaldfBussey. Don@epa.gov]; Cheatham, Reggie[cheatham. reggie@epa.gov]; Earls, 

Donna[Earls. Donna@epa.gov]; Eoc, Epahq[Eoc. Epahq@epa.gov]; Eskelsen, 

JoannfEskelsen. Joann@epa.gov]; Faulkner, Barry[Faulkner. Barry@epa.gov]; Frye, 

Thomas[Frye. Thomas@epa.gov]; Gardner, Monica[Gardner.Monica@epa.gov]; Gerard, 

Henry[Gerard. Henry@epa.gov]; Greenberg, Marc[Greenberg. Marc@epa.gov]; Heimerman, 
JeffreyfHeimerman. Jeff@epa.gov]; Henry, Kay[henry. kay@epa.gov]; Hill, 

Franklin[Hill. Franklin@epa.gov]; Woolford, James[Woolford. James@epa.gov]; Jefferson, 
MatthewOefferson.matthew@epa.gov]; Johnson, Terrence[Johnson. Terrence@epa.gov]; Kappelman, 
David[Kappelman. David@epa.gov]; Lavergne, Joe[lavergne.joe@epa.gov]; Ledbetter, 
Ray[Ledbetter.Ray@epa.gov]; Mickunas, Dave[Mickunas. Dave@epa.gov]; Newell, 

DuanefNewell. Duane@epa.gov]; Newhart, Gary[Newhart. Gary@epa.gov]; Nguyen, 

Lyndsey[Nguyen. Lyndsey@epa.gov]; OEM SpillReports[OEM_SpillReports@epa.gov]; Powell, 
Greg[Powell. Greg@epa.gov]; R4DutyOSC[R4DutyOSC@epa.gov]; 
r4dutyosc@att. blackberry. net[r4dutyosc@att. blackberry. net]; Richardson, 

RobinHfRichardson. RobinH@epa.gov]; Roady, David[Roady. David@epa.gov]; Stalcup, 

Dana[Stalcup. Dana@epa.gov]; Stroud, Fred[Stroud. Fred@epa.gov]; Tulis, Dana[Tulis. Dana@epa.gov]; 
Turner, Gary[Turner.Gary@epa.gov]; Valdes, Dennisses[Valdes. Dennisses@epa.gov]; Worley, 
Ray[Worley. ray@epa.gov] 

From: Aquino, Virginia 

Sent: Mon 8/17/2015 1:01:26 PM 

Subject: ERT Daily Report/Standby Duty, Monday, Aug. 17, 2015 


As will be noted below, today, Monday, August 17th, the Acting ERT Branch Chief 
is Dennisses Valdes, who can be reached at 702-784-8003 (O), or 702-290-7048 
(C), and the Acting Deputy is Brian Kovak at 732-321-6609 (O), or 908-202-9848 
(C). 


ERT Daily Report 

Monday, August 17, 2015 


Acting Branch Chief: DENNISSES VALDES ® Acting Deputy Branch Chief: BRIAN R. 
KOVAK 


Phone duty : MICKUNAS, 8/14-21 Response duty : Kappelman, 8/14-21; Gerard, 8/14-16; 

Ledbetter, 8/17-21 
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Name 

Status 

Region/Location 

Purpose 

Dates 

ERT - Edison 

Aquino, V. A. 

X 




Blaze, S. L, 


R2 - Newark, NJ 

Diamond Alkali (RA): Conduct site 
reconnaissance 

8/17-19 

Burchette, S. M. 

X 




Catanzarita, J. M. 

X 




Charters, D. W. 


R8 - Farmington, 
NM 

Gold King Mine Site: Emergency response 

8/14-18 

Compton, H. R. 

A/L 



8/17 

Gallo, C. T. 

* 

R3 - Brooklyn, PA 

Marcellus Shale (RV): Brooklyn Township 
EBAM deployment 

8/17-18 

Greenberg, M. S. 

A/L 



8/17-21 

Henry, R. 
(USFWS) 

cws 



8/17 

Hoppe, M. 

A/L 



8/17 

Humphrey, A. M. 

X 




Kady, T. M. 

A/L 



8/14-18 

Kovak, B. R. 

X 




Prince, G. R. 

Telework 



8/17-18 

Roman, E. E. 

X 




Schaefer, J. W. 

A/L 



8/17-20 

Singhvi, R. 

A/L 



8/17 

Smith, M. B. 

X 




Sprenger, M. D. 

X 




ER T-Cin cinnati/E rl anger 

Earls, D, 

X 




Frye, T, 

X 




Kappelman, D. J. 

X 




Newhart, G. P. 


R8 - Durango, CO 

Gold King Mine Site: Emergency response 

8/15-28 

Powell, G. W. 


R8 - Durango, CO 

Gold King Mine Site: Emergency response 

8/10-19 

Roady, D, 

X 




lililllit ERT -Las Vegas 

Bussey, D. T, 

X 




Eskelsen, J. M. 

X 




Faulkner, B. E. 

X 




Gerard, H. 

X 




Johnson, T. G. 

A/L 



8/17-21 

Henry, K. 

X 




Lavergne, J. L. 

Telework 



8/17 

Ledbetter, H. R. 

X 




Newell, D, A. 


R2 - Star Lake, NY 

J & L Steel (Oil): Conduct determination of 
extent of contamination 

8/16-28 

Nguyen, L. K. 

X 




Stroud, F, B, 





Valdes, D, 

X 




ERT -Research Triangle Park 

Mickimas, D, B, 


R4 - Charlotte, NC 

Trex Properties (RV: Survey the site & install 
sub-slab probes at selected locations 

8/17-18 


Available for deployment: ERT TAGAs (Edison, Las Vegas, & RTP) & Mobile Command Posts & HazMat tmck 
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(Erlanger & Las 


Vegas); and ERT-Edison Mobile Lab 2 (Mobile Analytical Lab). Temporarily out of commission: ERT-Edison 
Mobile Lab 1 (TO- 15), 

for maintenance. The ERT-RTP TAGA will be deployed to the Trex Properties Site in Charlotte, NC, for on-site 
analytical services. 

*CWS switched to Friday, Aug. 21 st . 


Virginia 

Virginia A. Aquino 

Environmental Response Team/TIFSD/OSRTI/OSWER 

U.S. Environmental Protection Agency 

2890 Woodbridge Ave., Bldg. 205, MS-101 

Edison, NJ 08837 

Phone; 732-906-6854 

Email: Aqiiipo.virginia@epa.gov 
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